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UNCLASSIFIED 

PAGE 01 CARACA 07564 142147Z 
ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

091829 142148Z/21 

P 142006Z AUG 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 3394 

UNCLAS CARACAS 7564 

PASS TO: ITA/BED/OED/MEPD 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, VE 

SUB J : PROJECT OPPORTUNITY: CHLORINATION PLANT 


REF: (A) CARACAS 3542, (B) CARACAS 7199, (C) STATE 201577 

1 . CADAFE DIRECTOR OF THE PLANTA CENTRO PROJECT INFORMED EMBOFF THAT 
THE PLANT IS PROJECTED TO PRODUCE 120 TONS/YEAR OF CHOLORINE AND THAT 
IT IS NOT ASSOCIATED WITH ANY OTHER INDUSTRIAL FACILITY. 

ACCORDING TO ENGINEER OUTPUT IS DESTINED TO BE USED IN ELECTRICAL 
ENERGY GENERATION. 


2. TELEX FOR CADAFE IS 21238; FOR PROJECT MANAGERING. RAFAEL 
SANCHEZ AT DIRECCION PLANTA CENTRO, CADAFE, 25379. 

3. FORMS REQUESTED AIRMAILED DIRECTLY TO R.E. HANNIGAN. ANOTHER 
SET AIRMAILED TO MEPD. 

CROWLEY 


UNCLASSIFIED 
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Concepts: n/a 
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Expiration: 
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Image Path: 

ISecure: 1 
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Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 
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